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JOHN A. WILSON, Civil Engineer: Ly 








JOS. M. WILSON, Civil Busineer & Arch! Y A vy, 
FRED. G.THORN, Architect fadelfshir, LD , Sept. 6th, 1887. 
HENRY W. WILSON, Civil Engineer. 
CHARLES G, DARRACH, Civil & Hydraulic Engineer, 
HENRY A. MACOMB, Architect. 


Hon. Daniel M. Fox, 
Supt., U. S. Mint, 
Philadelphia. 
Dear Sir? 

Enclosedwe send you a bill for $14.50 which has been 
sent here with a request that we forward it to youe This bill 
appears to be for a Sight Feed Oil Cup for main pedestal on the 
small engine, furnished by the Kensington Engine Works. By some 
means , it appears that the oil cup furnished by the Kensington 
Engine Works was broken by your employees, and I understand that 
a request was made to the Kensington ee Works to replace it. 
The accompanying letter which is a copy of one sent to us, seems 
to give the explanation of the whole matter. 

The complaint made by the Kensington Engine Works with re- 
gard to the fact, that caps on several of the oil cups are missing 
seems to reflect somewhat upon the employees of your Department. 
Inasmich as the contract requires that the Kensington Engine Works 
should guarantee their engines for one year, it appears to us 


that it will be impossible to hold them to that requirement unless 
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great’ caren’s: given to the machinery. Complaints of this kind 
based ywpon fact, would certainly relieve them from their guaranty 
if taken into court. 


Very respectfully, 
Livi le nT Shn, © Eo 


ENCLOSURES 
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Wilson Brothers & Co. 

Civil Engineers and Architects, 
Philadelphia, Pa. 

September 6, 1887 


Hon. Daniel M. Fox, 
Supt., U.S. Mint, 
Philadelphia. 


Dear Sir: 


Enclosed we send you a bill for $14.50 which has been sent here with a request that we 
forward it to you. This bill appears to be for a Sight Feed Oil Cup for main pedestal on the small 
engine, furnished by the Kensington Engine Works. By some means, it appears that the oil cup 
furnished by the Kensington Engine Works was broken by your employees, and I understand that 
request was made to the Kensington Engine Works to replace it. The accompanying letter which 
is a copy of one sent to us, seems to give the explanation of the whole matter. 


The complaint made by the Kensington Engine Works with regard to the fact, that caps 
on several of the oil cups are missing seems to reflect somewhat upon the employees of your 
Department. Inasmuch as the contract requires that the Kensington Engine Works should 
guarantee their engines for one year, it appears to us that it will be impossible to hold them to 
that requirement unless great care is given to the machinery. Complaints of this kind based upon 
fact, would certainly relieve them from their guaranty if taken into court. 


Very respectfully, 
Wilson Bro. & Co. 


Enclosures 


